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quirements printed thereon, as shall be prescribed by the Board
of Dental Elections. At such time as may be fixed by the Board of
Dental Elections, a ballot and a return official envelope addressed to
the board shall be mailed to each dentist authorized to vote in the
election, with a notice designating the latest day and hour for re-
turn mailing and other information the board may see fit to in-
clude. The envelope shall bear a serial number and shall have printed
on the left portion of its face the following:
Serial No. of  Envelope  ..................
Signature  of  voter ......................
A ddress  of  voter ........................
The enclosed ballot is not valid unless the signaure of the voter
is on this envelope.
(7) The ballots shall be canvassed by the Board of Dental Elections
on the date and time announced by the board in the notice accom-
panying the sending out of the ballots. The counting of ballots shall
be done publicly and any authorized voter may be present. The en-
velopes shall be displayed to the persons present and opportunity
given to challenge the qualification of any voter. After opportunity
has been given to challenge, the envelopes shall be opened in a manner
so as not to show the marking on the ballot. Thereafter each ballot
shall be presented for counting and if not challenged shall be counted.
No ballot shall be rejected for technical error if the intent of the
voter is clear. The board may make a decision on challenged ballots
immediately or may put aside these ballots and make a decision
on them after the remaining ballots have been counted.
(8) The nominee receiving the most votes shall be declared elected.
In the event of a tie vote the board shall order a second election to
determine the winner.
(9) In case of the death or withdrawal of a candidate prior to
the closing of the polls, he shall be eliminated from the contest and
any votes cast for him shall be disregarded. If at any time there
shall be only one nominee for a position, he shall be declared elected
by the Board of Dental Elections.
(10) An official list of licensed dentists shall be kept at the office
of the Board of Dental Elections and available to any person at
all times. During any election this list shall be posted in such office,
and marked to show each voter that has returned his ballot. All
envelopes enclosing ballots and all ballots shall be held by the board
for a period of six months following any election.


